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1, INTRODUCTION 

Today, IoT is evolving into a system for intelligent services where people, processes, data and 
objects are interconnected. In the past, it only supported inter-object communication via M2M (Machine To 
Machine), but it is evolving as a step to decide between the objects. It is also a step of recognizing and 
controlling the situation in the surroundings where the person is not aware [1,2,3,4]. To provide these 
services, it is necessary to use various sensors to measure environmental data. In addition, the data generated 
by objects and people included in the IoT network is increasing exponentially, and there are requirements to 
be solved by IoT systems such as real-time processing capability and accurate semantic information [3,5,6,7]. 

Existing IoT systems are transmit data measured through a sensor to a server, load it in a database, 
and extract and provide data according to the user's request. Such a system operates the device through a 
threshold value in the server, but does not consider the characteristics of the user, and thus the device 
operates even when the user does not want it [8-12]. 

In order to solve this problem, in this paper, when the user remotely controls the device, the 
command is collected and the existing threshold value and analysis are performed to set the threshold value 
suitable for the user. Also, threshold are loaded into the database and provided to the user application. In 
addition, heterogeneous devices transmit sensor data and device information to the server and are linked to 
existing tasks when automatic control and remote control occur. As a result, unnecessary task can be reduced 
and a customized service can be provided to users. 


Journal homepage: http://iiaescore.com/journals/index.php/ijeecs 


308 0 ISSN: 2502-4752 


2. SYSTEM DESIGN 

This chapter covers system design. The system is an automatic control system and is a system in 
which the threshold changes when a user operates the device through remote control. Arduino is equipped 
with sensors and devices and communicates with the server via Wi-Fi. The server compares the sensor data 
with the threshold value to determine whether a task has occurred or not, and transmits a control command to 
the device. And the server loads the results into the database and provides them to the user application. 
Figure 1 shows the system architecture. 
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Figure 1. System architecture 


The sensor and the device measure the surrounding environment data in the home and transmit it to 
the server. When the environment change, the device operates by the threshold value and keeps it in a 
pleasant state. The server consists of a database and modules for data processing. The database stores sensor 
data for monitoring, device status, and operation thresholds. The application can monitor and control the 
sensor data and device status by the user. You can also check device-specific thresholds and power usage. 
Figure 2 shows a flow diagram of the algorithm for associating heterogeneous devices with existing tasks. 
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Figure 2. Device connection algorithm flowchart 


Data about sensor and device connected to Arduino is transmitted to server. The server judges 
whether or not the corresponding data is registered in the server. If it 1s registered, it does not need to 
associate with the existing task and the normal operation proceeds. If not registered, a dataset for the device 
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is created and loaded into the database. Confirm that the added heterogeneous device is operating. When an 
existing operation is in operation, it is compared whether the device changes environment analyze the 
operation of the device. If the task is not running, it operates as an automatic control task. Therefore, the user 
advances the connected each time the remote control of heterogeneous devices. Figure 3 shows the task 
processing priority 1n the server. 


Gas only 


Outbreak . . 
Gas > Threshold Device Operation 
Window Operation 


Y 


RECEIVE Temp > Threshold ~>—~ Send Message Device Shutdown 
Temp, Gas Data P Fire Outbreak All Device 





Temperature only 


Outbreak Device Operation 
Temp > Threshold Temperature Control 
Operation 
Y 
Y : 
Gas > Threshold Send Message Device Shutdown 
Fire Outbreak All Device 









Send Message 


Intrusion Occurred 







Remote Control 


Device Operation 





Application Data 


Automatic Control 
Device Control 






Automatic Control 
Device Control 











Temp, Humi, Gas Data 





Environmental 
Pleasant Environment 


Figure 3. Step-by-step task priority setting 


The first priority task is fire caused by temperature or gas sensor. If the temperature data does not 
exceed the threshold value and the gas threshold value is exceeded, it sends a message to the user that the gas 
has leaked and operates the window device to ventilate. If the threshold of the temperature is exceeded and 
the threshold of the gas is exceeded, it is identified as a fire, and after the message of fire occurrence is sent 
to the manager, all devices stop. If the temperature only exceeds the threshold, the device for temperature 
control operates. 

The second priority task is a door lock control by human detection sensor. If there is a user inside 
the home, the device for temperature control or ventilation in the server will operate. If there is no user in the 
home, the device does not operate. In the case of a fire, it is an operation that is identified even if the user is 
not inside home. 

The third priority task is remote control using user application. When a device remote control signal 
is generated by a user, a control command is transmitted to the corresponding device, and otherwise, the 
device operates by automatic control. Also, if the device is operated due to remote control, the device with 
lower priority stops. 

The fourth priority task 1s an automatic control using temperature, humidity and gas sensor. The 
sensor data is used to determine whether an operation has occurred through the threshold value in the server, 
and a device for environmental control operates when temperature regulation and ventilation work occurs. 


3. SYSTEM IMPLEMENTATION 

This chapter covers the implementation of the proposed IoT system. The application of the proposed 
system is an important module for the user to monitor environment data in the home and remotely control the 
device. Figure 4 shows the main page and monitoring page displayed when the application is executed. 

When you run the application, the initial screen will appear. Click the Monitoring button to go to the 
monitoring page. The monitoring page extracts sensor data and a device state loaded in the database and 
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provides them to the user. The device is remotely controlled by the ON and OFF buttons. When the user 
presses ON, the state of the database is updated, and the command is collected for the threshold change and 
the command is transmitted to the device. Figure 5 shows the threshold page converted by the user's remote 
control. 
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Figure 4. Main page and monitoring page Figure 5. Remote control threshold page 


It extracts and provides device state data and threshold values stored in the database. This allows the 
user to see the changing threshold as the device operates. Figure 6 shows the overall system prototype. 





Figure 6. Prototype of the proposed system 


The prototype of the proposed system is composed of four kinds of sensors: temperature sensor, 
humidity sensor, gas sensor and human detection sensor. The devices that operate are air conditioners, 
heaters, windows and door locks. The data measured through the sensor is initiated through the thresholds in 
the device and the system proceeds through sharing and comparison. The temperature and humidity sensor 
operate the fan and the heater related to the temperature control, and the gas sensor performs the ventilation 
according to the gas generation. The human detection sensor confirms whether there is a user in the 
management place and controls the door lock. 


4. REVIEW 

Existing systems have been designed to utilize various sensors to configure a smart environment and 
provide automation services. However, there is a problem that it operates with a fixed threshold value 
without considering a command or characteristic of a user. In addition, when a heterogeneous device is added 
and associated with existing work, there is a disadvantage that the server must be reconfigured. 
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In this paper, in order to solve the problems of the system which does not take into account the 
characteristics of the user in the IoT environment, this study collects the sensor data at the time of command 
when the control command of the user occurs. The threshold value to be operated by the corresponding 
device is analyzed and the threshold value is converted. In addition, it collects sensor data and device 
information of devices not registered in the server, and works with existing registered devices. Table 1 shows 
the dataset for the experiment. 


Table 1. Experimental dataset 
System Type Description 
Existing System Temperature Threshold = 19°C below 
Device = Heater 
(Auto Control & Remote Control) 
Data Processing = Server 
Proposed System Threshold = 19°C below 
Device = Heater 
(Auto Control & Remote Control) 
Data Processing = Server 


It is an experiment in which the operating threshold of the heater device is changed due to the user's 
remote control by configuring the existing system and the proposed system in the same environment. Figure 
7 shows the graph of the threshold change according to the remote control of the existing system. Figure 8 
shows the graph of the proposed system. 





25 
@! Heater 
S a -8-Temperature 
20 A Remote 
Control 
15 


10 


0 rT OT [i l 


12:00 14:00 16:00 18:00 20:00 22:00 0:00 2:00 











Figure 7. Graph of existing system threshold changes 
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Figure 8. Graph of proposed system threshold changes 


An experiment using a dataset is an experiment in which the user proceeds to remote control at a 
threshold value at which the heater does not operate and checks whether the threshold value has changed. In 
the existing system, the heater device was operated when the time was 14:00 and the temperature was 21 ° C 
and the time was 16:00 and 20 ° C, and it was confirmed that there was no change in the threshold value. The 
proposed system also operated the heater device remote control at 21:00 and 20 ° C at 14:00 and 16:00 to 
measure the threshold change. In the proposed system, the threshold value of the heater which was operated 
only under the conventional 20 ° C was changed, and the heater was operated at 21:00 and 00:00. 
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Through the experiment, an operation is performed based on the remote control command of the 
user, and the customized service can be provided by changing the fixed threshold value to the user 
customized threshold value. 


5. CONCLUSION 

In the existing system, devices in the home are connected to a single network, and control 
commands are transmitted through the server. Such a system has a drawback in that it provides a service that 
does not take into consideration the characteristics of a user because the device operates through a threshold 
value fixed in the server. Also, when a new device is configured in a new device or an IoT system utilized by 
a user, there is a problem that an existing server must be reconfigured or a new server must be configured. 

In this paper, we proposed a system in which the threshold value of the device changes according to 
the user's control command. The proposed system transmits the sensor data to the server and operates the 
operation judgment and the device through the threshold value. When the remote control command of the 
user occurs, the sensor data is collected. Then, the threshold value stored in the database is extracted and 
analyzed. The analysis learns thresholds and proceeds by device. Accordingly, the analysis is performed 
every time a control command of a user is generated, and a service considering characteristics of each user 
can be provided. Also, when heterogeneous devices not registered in the server occur, sensor data and device 
information are loaded in the database. Each time the device operation proceeds, it is linked with the device 
operation that is in the existing operation or in the standby state. The user can monitor and control the 
threshold, power consumption, sensor data, and device status through the application. 

We have verified that efficiency and accuracy are increased compared to existing systems. Through 
this, the threshold value of the device changes according to the characteristics of the user, and a new device 
can be learned and a service with increased convenience can be provided. Future research should be carried 
out by applying the proposed system to various environments. 
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